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In limes past, some fault lias been found with Hash light pictures on account. ol the anxious expression of the subject caused by the expected explosion of the powder, or the closed eyes which are characteristic of pictures secured by Hash lights that are not, practically instantaneous.
It follows that a Hash light must: do its work " quicker than a wink," and that it must be ignited by some device other than a fuse or strip of paper, either of which gives
i-'ui. 92,
Simple Flash V^(,
warning and thus puts the subject on guard. Flash light lamps are undoubtedly good, but, so far as the writer is aware, they are nil limited in certain ways, In the first place it is necessary to compress a bulb to force air through a greater or less length "f tube. This requires some effort on the part of the operator, and practically prohibits him from including himself among his subjects. If he does attempt to do this, the rubber tube leading from the bulb to the lamp must necessarily form an unsightly addition to the picture ; and furthermore, the tube is limited an to its length, on account of thehe tank. The front, C, of the tank is formed of a piece of a glass slip attached to the strips by means of cement. To vary the thickness of the body of water contained in the tank, when necessary, one or more glass slips are inserted behind the object.
